AMENDMENT NO. 2 AUGUST 2021 
TO 
IS 7887 : 1992 MILD STEEL WIRE ROD FOR GENERAL 
ENGINEERING PURPOSES — SPECIFICATION 


(First Revision) 
(Page 1, clause 1) — Substitute the following for the existing clause: 
‘1 SCOPE 


‘This standard covers the requirements of hot-rolled mild steel wire rods 
in coils.’ 


[Page 1, Table 1, Note 4 (see also Amendment No. 1)] — Substitute 
the following for the existing Note: 


“4 Any other restricted chemistry within the specified grade may be mutually agreed to 
between the manufacturer and purchaser.’ 
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